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‘’he copper works in KARABASH (60°12' B/55°29' NW), Chelyabinsk Ob- 
last,are located south of the railroad station anda southeast of the 
gmail lake, 3,000x3,L00 feet. ) 


Plant Installations: 
The copper works consist of about 15 one- and two-story buildings 


sith a total of seven smokestacks, each over 150 feet high. The 
ee rn ye buitiines in relation to the plant area was 


Jork Poxces 
2U,000 to 30,LU0 workere in tae copper worl.s und in the mines, 
Production: 


Cooper plates and burs, fotui output for all shafts: 4,00 tons 
of copper ore duily. 


| comment: 


a. fhe cooper combine in KARABASH is known from old records. 
About 3,0LCG workers were employed there in 4 shifts in 1941. The 
piant had three furnaces in 1941, the same number of furnaces as 
now Reported. 


b. the attached sketch is the first received on this installation. 
Ga man to pal plai. SC ti 1: 400,.0 asRaleny é opps ict aYebrmerteta 
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2_ Annexes: 


ae 


Cooper Plant and Copper Mines, KARABASH 
Shaft 2 of the Copper Mines, KARABASH 


Lecend to Annex 1 


i. Shaft No 1 Dzerghinski-Shaft. Depth: 1,750 feet. 


Gases from a mine fire in August 1947, caused the shutdown of 
the shaft which was not re-opened by June 1948. 


2 Shaft No 2, Central=Shaft, 1,770 feet dcep. For Layout see 
Annex 2 


3. Shaft No 3, Voroshilov—Shaft, 1,17G fect deep, at present fur- 
ther construction under way 


4 Shaft No 4, Capital-Shaft, 260 fect deep, no mining yet 
4a peep seornet and distribution station 

5 $hattio Sfirst of May Shaft, 1,200 fect deep 

6 and 8 Goldshaft and gold washing plant 

7 Shaft No 7, Sstalino Shaft, 1,200 fect deep 

9 Mountain area 


10 Dynamite storase, 1 mile square, several larve sheds 


11 PY camp[ 


“12 Wooden bridge, 2,000 feet long, on the southeast bank of the 


lake, passable only for light vehicles. 
13 Copper works, 


Legend vge Annex 2 

1 Administrative building,120x60 feet 

2 and 3 Dressing cabins ina washing facilities 

4 Pit head 

5 Machine house, 120x75 feet 

6 Locksmith' shoo, 45 feet square 

7 Pit head, 120 feet high . 

8 and 9 Rubber conveyor belts, 25 feet wide 

10 Crushing plant, 180x45 feet 

11 Boiler house, 45 feet square, with two 60-foot smoke stacks on 
the northern sive -f the buihding 

1? Machine house, 30x15 feet 

13 BPorse, 150x45 feet 

14 Air compressor station with 4 compressors. und an underground 
water cooling plant, 3COx90 feet 

15a Lathe department, 240x60 feet 

15d Ilotor vehicle repaig shop, offices, ana living quaryers, 

240x60 feet & 
16 Sawmill, 150x36 feet 


‘17 Transformer station 


18 Pil i 


No Change in Glass 
\ | Qeslassilied . 
wiacs, Ghanged 19 
HR 10-2 
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